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Mit Gegenwdartigem beehre ict mich lhnen meinen 





wiesten Hatalog tiber 


Friath-Sy stem- Reiffefiige 
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zu wuberreicien. 


Sie finden darin sowohl samtlidie Einzelinstrumente 
als alle Reifizeugzusammenstellungen verzeidinet, wie sie 
allen Anspriidien des Zeidiners, sei er nun soldier von 
me odér sei er Anfanger, Redinung tragen. 

- _§Ganz besonders verweise ici aut meine Serien 450/440, 
Drazisions-,iiétrumente, welche, was konstruktive Durdi- 


arbeitung, Auswahl des Materials und gewissenhatte 





ee 


Alushihrung betrifft, den hécisten Anforderungen geniigen. 


Reifzeuge und Instrumente sind mit meiner eingetragenen 


Soiutz- Marke 





versehen. ) 

Georg Schoenner 
a REISSZEUG-FABRIA 

NURNBERG, Januar 1923. 








This catalogue is issued to show the drawing instruments 
of -muy 


FLATI-SYSTEM. 


Every variety of instruments, from those employed by professional 


r > | * 
‘dratismen to those used by scholars in the elementary schools, are described 


and illustrated 


Special attention is called to my Lines 490/440 


fill Pp UL NHGNSULL USING SUH yee AAMT TV ATTACH RATU TaN Te T NNN ei sitet 


The materials used ithe manufacture of these nadbhonaale are of the 
very highest quality that can possibly be obtained and carefully selected; 


good and reliable workmanship insures a very superior finished product. 


All Instruments and Drawing sets are,stamped with my” 






Marck 
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NUREMBERG, January 1923 George Scioenner 
| Manufacturer of Drawing—Instruments. 
Ss | ' “" De 
’ 
Dar la Présente jai [honneur de vous remettre mon nouveau C atalogue 
, de mes 


Instruments a liges Diates. 


Vous y trouverez tous les instruments et toutes les boites a compas pour les 
différents usages des dessinateurs soient professionels soient commencants. 
Drétez s. v. p. spécialement votre attention a mes Séries de la plus haute précision 


No. 450/440 


Quant a la El iadiniolion aux PT gui semploient et a la fabri- 
cation, ces compas de précision représentent ce qui se produit de meilleur. 
Dour éviter toute contrefacon tous les instruments ainsi que les. etuis 


’ 
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sont marqués de ma Marque de 
x 4 
\ : 
, ee 
Fabrique déposée. a: ae 


NUREMBERG, janvier 1923 Georges Soioenner 


Fabrique de Compas. 
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Einzelne Instrumente * 4 natiirlichhe GréBe 











GOLDENE MEDAILLEN UND HOCHSTE AUSZEICHNUNGEN 
AUF FOLGENDEN AUSSTELLUNGEN: 
1865 STETTIN 1876 PHILADELPHIA 1896 NURNBERG 





1867 PARIS 1882 NUORNBERG 1904 ST. LOUIS 
1873 WIEN 1883 AMSTERDAM 1906 NUORNBERG 
1893 CHICAGO 1912 ST. PETERSBURG 





No, “1 QF Wt UX yt) 


No. 921 WegreiBteder mit Links- und Rechtsgewinde, Federn 
[FF mit Strichstarkehaltern 
JIS 425 Doppelte Kurvenfeder 

“26 Kurvenfeder 


WS Schraffierfeder 
v2) Schraffierfeder. 


Separate Instruments 24 size 


No. 921 Railroad Pen 5 inch, pens have spring back and release lever 
425 Double Curve Pen 5! inch. 
v26 6Curve Pen 
v28 Hatching Pen 6 inch, 3 pens 
v20 Hatching Pen 6 inch. 


instruments separes *4 grandeur 


No. 921 Tire-lignes double a ressort avec levier de rectification 
“25 «6Tire-lignes double pour courbes 
“2 Tire-lignes pour courbes 
2s Tire-lignes a hachurer, 3 tire-lignes 
my Tire-lignes a hachurer. 
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No. 932 
O33 
Os4 
OHS 
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Einzeine Instrumente 3/3 








ri 
\ 





’ . 
' me ‘ He 


O84 


Schwedische ReiBbfeder 18 cm. 
be c i. Bee 
% % 13 r? r? ) ? 
Reibfeder mit Scharnier, Punktiernadel, Aluminiumstiel. 14 
- a se - 13 
é - 12 
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Separate Instruments 





No. 932 
O35 
sd 
OAR 
Ou 
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Instruments sépares 





Swedish Detail Ruling Pen 7 inch, aluminium or fibre handle 


** ‘7 ‘* ‘% 6 ‘* ‘, ‘* 7 1 
‘1 % % 7 5 ? ‘? ‘% ® ' 
Ruling Pen 5+. inch, with joint and Pin, aluminium handle 
7 ’* 5 - 
" jer ; 


7? ’% 7? ‘* 7% * 





No. O82 
O35 
Os4 
W358 
yt) 


(p41) 





Tire-lignes de forme suédoise 18 cm, manche plat d’aluminium ou de 


Tire-lignes a charniere 14 cm a piquoir, manche d'aluminium 
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-> , 
*? 


natiirliche GrOéBe 
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grandeur 
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Einzelne Instrumente 
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No. tH! 
M42 
W435 
“45 
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Separate Instruments 








“ » natiirliche Gréwe 
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Reiffeder mit Scharnier, Ebenholzstie!l 


Dreizungen-Reilfeder 

Reduktionszirke! fiir Kreise und Linien 
- ff. Ausfiihrung 

mit Getriebe 

flache Ausfiihrung 


- : 
" & Size 





No. ‘4! 
42 
> 
MS 
yi) 
‘M47 
is 
sti 


instruments separes 


Ruling Pen 5'2 inch, with joint, ebony handle 
'* ** 5 ** 7’ ’* ** . 
** ’* 4 9 ** s* ** 
Three Nib Ruling Pen S inch. | 
Proportional Divider 6 inch, divided for lines and circles 
? 1 lie ~ ; . . superior grade 
7 thee 4 aera ‘3 rack movement 
Ds - Rr os S with moveable steel points 


= 4 grandeur 





Ao. 


Tire-liqnes 4 charniere 14 cm, manche ebene 
? ¢ . he re ‘ 
Tire-lignes 4 trois lames, manche ebene 
Compas de réduction pour lignes droites et cercles, 
Le méme 19 cm qualité supérieur 
Le méme 19 cm avec articulation 4 micrometre 
Le méme 17 cm, forme plate. 


17 cm 





Einzelne Instrumente 


-» nattirliche GréBe 





No. Od0) 


No. dd 


Ot 


Separate Instruments 


No. O40 


. — =-— 
thine 
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Instruments separes 


No. O50) 


On 


Lt) 


O57 


950 gedftnet 
Kompagnon-Zirkel (Taschenzirkel) 


ODD 


Stangenzirkel, 2 Spitzen-, Nadel-, Blei- u. Federeinsatz, mit Mikrometerschraube 


ai 2 ? ”? 


‘7 - ? 


-9 size 
Pillar Compasses with two 
and pencil-points 

Beam Compasses with two steel points, pen, 
pencil and needle point, with micrometer adjustment 
Same as above, different construction 

Wheel attachment for No. 956. 


needile-points, pen 


-» grandeur 





Compas de campagne 

Compas a verge, format grand, avec deux pointes 
en acier, tire-lignes, porte-mines et pointe a centrer, 
articulation a micrometre 

Le méme en construction différente 

Roulette 4 conduire pour No. 956. 








No. 957 


Fiihrungsrad zu 
Stangenzirkel 956 
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Einzelne Instrumente 2 





No. 58 


No. 058 Stangenzirkel, kleines Modell, 2 Spitzen-, Nadel-, Blei- und Feder- 
einsatz, mit Mikrometerschraube 






No. vat 
No. 950 Stangenzirkel, Rundsystem, 2 Spitzen-, Nadel-, Blei- und Feder- 
einsatz, mit Mikrometerschraube 
o_o 
wer Ks BD 
No. O61 
No. OS| Punktierradchen. 


Separate Instruments 

No. #58 Beam-Compasses Minute with two steel points, pen, pencil and 

needle point with micrometer adjustment 

59 Tubular Beam-Compasses 18 inch, two round Nickel-Silver bars, with 
two steel points, pen, pencil and needle point, micrometer adjustment 

“61 Dotting Pen. 


instruments separes 

“©. “Ss Compas a verge, format petit, avec deux pointes en acier, tire-lignes, 

porte-mines et pointe a centrer, articulation a micrometre 

oY Compas a verge a tiges rondes avec deux pointes en acier, 
tire-liqnes, porte-mines, pointe a centrer, articulation 4 micrometre 


"i Roulette a ponctuer. 


natiirliche GréBe 





= 4 Size 


*4 grandeur 





Einzelne Instrumente “« natirliche GréBe Serie A5 O 440 


No. 


No. 


No. 


Separate Instruments | 73 size Serie 450/440 











Prazisions-ReiBzeuge in feinster Ausfiihrung. . 


Die Instrumente sind aus ausgewdhltestem silberweiBem Neusilber- 
Walzmetall und aus bestem Werkzeugstahl hergestellt. 

Die Zirkel haben Geradefiihrung und auswechselbare Spitzen, der 
Einsatzzirkel NadelfuB; sowohl Ejinsatz-Federn wie ReiBfedern sind mit 
Schieber - Strichstarkehalter oder Kreuzscharnier versehen; Fallfederzirkel 
mit doppelter Federanordnung; Ringfederzirkel in neuer Ausftihrung mit 
Links- und Rechtsgewinde. 

Die Serie 450 ist die letzte Auswahl der Serie 440; der NadelfuBzirkel 
No. 962 sia ee nat feste Nadelfiihrung und wird auch mit Nadelregulierung geliefert; die 
x tat ReiBfedern in gediegenerer Herstellung, Zirkel und Federzirkel mit feiner 
ausgefiihrten VasenknOpfen (siehe Seite 16). 

Die Etuis der Serien 450/440 sind mit bestem Leder-Ersatz bezogen 
und mit feinstem Seidensamt geftittert; groBe ReiBzeuge in reichhaltiger 
Zusammenstellung werden auch in Edelholzkasten geliefert. 





62 Punktierapparat fiir Linien, mit 3 Punktierradchen (in Etui) 


OwS . Kreise und Linien, passend zu NadelfuBzirkel 
450/440/2 N, mit 3 Punktierrédchen (in Etui) 





‘ Z 075 | Line 45 O/ 440 










75 ReiBfeder mit Teilscheibe Highest Grade of Precision. 
eon ‘ ee The compasses and Dividers are furnished with pivot joint head-con- 
struction, Straightening device, replaceable Steel Points; Ruling Pens and 
Pen Parts with Sliding-Catch-Device or Cross joint. New-Style Nickel-Silver 
ee Te Circular Spring Bow Instruments with Center Wheel adjustment. 
jn eee Line 450 is the subtilest selection of Line 440; compasses have fixed 
= (Ts SRNR = meedie points and are furnished also with Needle-Regulation; the handles 
ao of the Compasses and Bows are of a nicer construction {see page 16). 
<a Oe | The cases are covered with the very best Leather-Imitation and 
— Se imed with the finest Silk-Velvet; the larger drawing sets are supplied also 
No o7R : m high polished Walnut-Cases. 
W78 Drei-Schenkel Zirkel. 





No. 962 Dotting Instrument for straight lines with three wheeles (in case) (Jualite superieure de Precision. 
HOS . and curved lines, fitti - as as os ae 
aie MAMI eta Bina iehiains Mi eer eee ee Les instruments de ces séries sont de qualité supérieure, fabriqués 
No. 975 Ruling Pen 5*/. inch, with gratuated thumb screw en maillechort de couleur argentee et en meilleur acier. 
975+ Same as above with cross-joint Les compas ont la conduite droite et des pointes changeables; toutes 
ed — ; *s tire-lignes sont pourvues de soutiens a rectification ou de charniere a croix; 
w78 Three Legged Divider 5 inch, replaceable steel poi : 
9g p el points. es compas a pompe a double ressort; les compas a. ressort en nouvelle 
Somstruction avec vis au milieu. 
Instruments séparés 2) os . 3 i : 
ee eee » grandeur La série 450 est la tout derniére choix de la série 440; le compas a 
No. 962 Tire-lignes 4 pointiller les lignes avec trois roues de rechange (en boite) - aeadigeety aiguille lixe et peut etre livre avec un regulateur d aiguille; 
63 al Rais eoninaae aie dae eatenlan le execution des tire-lignes est encore plus meilleure; les compas et les com- 
reciange pour compas No. 450/440/2 N, (en boite) pes @ ressort ont également des meilleurs manches {v. page 16). 
975 Tire-lignes avec disque diviseur Les etuis de la serie 450 sont recouverts de meilleure imitation de cuir 
9754+- Le méme & + charniére et cowbdies de plus fin velours de soie; les grandes boites richement com- 


“78 Compas a trois branches. pesees sont fournies aussi en noyer. 














* s natiirliche GréBe 


Prazisions -Instrumente 
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~ Serie 450/440 


Aus feinstem silberweiBem Neusilber-Walzmetal! 
hergestellt. 
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490 2P 


4905 440/38 
mit Spitze, Blei, Feder, Verlangerungsstange, 
Steckhalter mit Reservenadeln, Bleibiichse mit Schraubenzieher 


| No. 440 2N 
No. 440 2N = NadelfuBzirkel 


4402NH ~ desgl. mit Haarfeder 
440 5 Null-NadelfuBzirkel mit Spitze, Blei, Feder, Steckhalter mit Reservenadeln 
4403 Handzirkel 


4403P  Taschenzirkel mit Hiilse. 


Line 450 440 


Made of the finest silverwhite Nickel-Silver Wrougth Metal. 


Single Instruments Highest Grade of Precision “4 size 


No. 4402N Compasses 6 inch, with replaceable needle point, one changeable steel, 
point, pen and pencil parts, lengthening bar, metal handle with reserve 
needle points, combination key and lead box 

1) 2NH Same as above but with hairsprin 
vie 5 Compasses 4 inch, with replaceable needle point, one changeable steel 
point, pen and pencil parts, metal handle with reserve needle points 

Plain Divider 5*,4 inch, replaceable steel points 

Pocket Divider 5* « inch, replaceable steel points. 


Série 450 440 


Fabriquée en Maillechort supérieur 


Instruments détachés Qualité supérieure s grandeur 
No. 4402 N Compas 4 aiguille, 14 cm de long, changeant 4a tire-liqnes, porte-mines et 


rallonge; tourne-vis avec etui de mines, manche creux avec étui d'aiguilles 
440 2NH Le méme, mais compas a cheveu 


4230/3 
440 3P 


440 5 Le méme comme le compas 4402N, mais 10 cm de long, sans rallonge, 
tourne-vis et manche creux 
430 3 Compas 4 pointes séeches, 15 cm de long, pointes interchangeables 


4303P Compas de Poche, 13 cm de long, avec garde-pointes. 


No. 
No. 


‘ 







* 
rvvemupegeprasrrvcare’r pr yeh). Teh: 
: e« _——- -e wet &F > Tee”, 
= = = —_— a “75% 


scpereerertr 


— 


re ppegrererr:! 









Prazisions-~ Instrumente 


*. natiirliche GréBe 


Serie 450/440 


Aus feinstem silberweiBbem Neusilber-Walzmetall hergestellt. 


a 
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40 4 430 6 4406 P 40/0 P 420'0 
430) 4 Haarzirkel 

430 6 Nullen-Handzirkel 

42006P Nullen-Taschenzirkel mit Hiilse 

4200P ~ Fallfederzirkel mit nur Federeinsatz 

4309 PE in Etui 

480%) Fallfederzirkel mit Blei- und ‘Federeinsatz 

JGOUE . zr in Etui. 


Single Instruments 
No. 


Line 450 440 


Made of the finest silverwhite Nickel-Silver Wrought Metal. 


Highest Grade of Precision 24 size 


4$0 4 Hairspring Divider 5*« inch, replaceable steel points 

420 6 Plain Divider 4 inch, replaceable steel points 

42)5P Pocket Divider 4 inch, replaceable steel points 

+2)9P  Drop-Rotating-Bow Pen 4'2 inch, with pen point only 

+459 PE Same as above in case 

09 Same as No. 440 %P but with changeable pen and pencil 
% parts, lead box 

4209E Same as above in case. 


+H) 4 
: 


bad Att 


‘mStruments detaches 





Serie 450 440—- 
Fabriquee en Maillechort supérieur. 


Qualité supérieure “5s grandeur 


Compas a cheveu, 13 cm de long 

Le méme comme No. 4403, mais 9 cm de long 
Compas de Poche, 9 cm de long, avec garde pointes 
Compas a pompe avec tire-ligqnes 


E Le méme en boite 


Le méme changeant a tire-lignes et porte-mines, étui de mines 
Le méme en boite. 


1s 











Prazisions- Instrumente “2 natirliche GroBe_ DrSzisions-Instrumente » natiirliche GréBe 
Serie 450/440 Serie 450/440 
Ring-Federzirkel, neue Form Aus feinstem Stahl hergestellt. 


Aus feinstem silberweibem Neusilber-Walzmetall hergestellt. 
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No. 440/10 410 11 440) 12 490) 13 


No. 440/10 Ring-Federzirkel mit Spitze, Blei, Feder, Steckhalter mit 
Reserve-Nadeln, Bleibiichse 





440/10 E Desgl. in Etui No. 43) 14 430/15 420/16 480/14 -! 430/15 +. 440/164 
44011 Ring-Teil-Federzirkel . as | , | 
1012 Ring-Federzirkel mit fester Feder ma. 29) 14 ReiBteder 15 cm mit Schieber-Strichstaérkehalter 

440183 Ring-Federzirkel mit festem Blei. . - oie : ‘ 

Line 450 440 se) 14 - ReiBfeder 13 cm mit Kreuz-Scharnier — 

New Style Circular Spring Bows. hie " 7 
Made of the finest silverwhite Nickel-Silver Wrought Metal. ’ " " 
Single-Instruments — Highest Grade of Precision *4 size Line 450 440 


No. 440/10 Spring Bow Instrument 44% inch, with needle point, center as | Made of the very best Steel. 
wheel adjustment, one changeable steel point, pen part with mole instruments Highest Grade of Precision 25 size 
Sliding catch device, pencil part, metal handle with reserve o 3 








needle points, lead box ma £5) 14 Ruling Pen 5S‘ inch, sliding catch device 
440/10 E Same as above in case -e) . - “ i A 
410/11 Circular Spring Bow Spacer 4'« inch, center wheel, replaceable =e) i ; Secs y . ; 
x6 steel points aed 3 : Ruling Pen 5!» inch, cross joint 
440/12 Circular Spring Bow Pen 4*, inch, center wheel _— ‘2 ; . : ‘i ; 


440123 Circular Spring Bow Pencil 44% inch, center wheel. 


Serie 450/440 Serie 450 440 





Compas 4 ressort, Nouveau modele. — Fabriqués en Maillechort supérieur. Fabriquée en meilleur acier 
fis See | instrumen : ité supérieure : 
Instruments detaches Qualité supérieure 2’) grandeur eee ELE CS ts detaches Qualité supérieure » grandeur 
Vl , ; : ‘ TRF iro.li marti Tete 
No. 440/10 Compas a ressort changeant, pointe-séche, tire-liqnes, porte- ol . Tire-lignes = cm, soutiens a rectification 
se mines, étui de mines, manche creux i 1 
420 10E Le méme en boite a eee GPM, * 
440 11 Compas a ressort 4 pointes seches PF 4 Fe-Ngnes 12 , Charniere a Croix 
420 ‘? ” . > tire-ligqnes : - ~ 11 ‘ 
490 15 = a a , porte-mines, _ : ; 


4 1 














2» natiirliche GréBe 
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razisions- Instrumente 





Serie 450 

= | 

a Aus feinstem silberweiBbem Neusilber-Walzmetall 
hergestellt. 


i 


No. 





No. 450 2N 


450 2Nr 450/11 450/14 4 
No. 4502N NadelfubBzirkel 
400 2Nr NadelfuBzirkel mit Nadelregulierung 
450/11 Teilfederzirkel 


450 14 ReiBbfeder mit Schieber-Strichstérkehalter 
450:14-+ ReiBfeder mit Kreuzscharnier 








Ersatz- Teile. 








Serie 450/440 * 4 natiirliche GréBe 






35) ti 24 


2s 2) 











Se. 2 Emsatz-Spitze fiir Nadelfulzirkel No. 4) Steckhalter mit Reserve-Nadeln 
Die Abbildungen zeigen die duberen Merkmale, durch die sich die Instrumente der Serie 450 : . er. = “> ~=Kopiernadelhalter 
von denen der Serie 440 interscheiden; in der Zusammenstellung sind beide Serien gleich. > Feder . - 4! Bleibiicise mit Schraubenziecher 
Line 450 -* a ee ee ee %2 Doppel-Nadeln 
— Steckhalter mit Reserve-Nadeln ‘))6Einfache Nadelin 
Made of the finest silverwhite Nickel-Silver Wrought Metal. = Emsatz-Spitze flr Null-Nadelfubzirkel 34 Spindeln und Schrauben 
: ; Blei : ; . ‘> Centrierplattchen 
Single Instruments Highest Grade of Precision “3 size ’ tees a + oe . 7 
No 4n0\oN Compasses with ait imeile nt Bei Bestellung erbitte No. der Serie und No. des gewiinschten Ersatzteils. 
0. 4590/2 ompasses W! e poin 
ae r uae canes = pone Regulation Separate Parts *» size Pieces de rechange ®*, grandeur 
5 ircu print : | | 
47014 Ruling Pen 5!» inch, sliding catch device “s = Steel Point for Compasses 6 inch No, 2) Pointe d’acier de rechange pour compas 
i er os — es | re + oO a aiguille 
45014-+- Ruling Pen 52 inch, cross joint = Pen ma. * ait 21 Dorte-mines dto. 
The illustration shows the marks through which the instruments of Line 450 are + Lengthening bar for ,, “ge 42 Tire-ligqnes dto, 
distinguished from these of Line ; besides both lines are equally compiled. = Metal handle " O ow -4 Rallonge dto. 
a = Steel Point for Compasses 44 inch ~» Manche creux avec des pointes de reserve 
Série 450 S Pencil .. . 7 aM < yi oe de rechange pour le plus petit 
: ‘ ‘om => Pen eo e Rhy ompas a aiguille 
Fabriquee en Maillechort extra-supérieur. = Metal handle § kg 27 Crayon dto. 
; . : aie ‘i ' Pricker 2s Tire-liqnes dto. 
Instruments detaches Qualité extra supérieure *: grandeur Screw Divider with lead box om) Mouche creux dto. 
a a ae ee ee . : . . - - San De rt - : : v. » iwi ? ° 
No. 450/2N Compas a aiguille avec aiguille fixe ee. Oe SOnicer meni re aS Seg it 
450 2Nr Le méme avec regulateur d'aiguille © Ordimeryg Needle Point 42 Double aiguilles 
450/11 Compas 4 ressort S Spundies and screws Simple 
. , . , - gs , >» Cester Tack ‘4 Pivots et vis 
450 14 Tire-liqnes avec soutiens de rectification 


450 14-+- Tire-lignes a charniere a croix 


Les dessins indiquent les signes extérieurs dont se different les instruments de la | 
série 450 a |a série 440; en ce qui concerne la composition les deux séries sont les mémes. 


Se ecterees ove the No. of line and No. of the 


‘> Punaise a centrer 


Dans la commande veuillez indiquer le No. de la 


Sesired separate Part. serie et le No. des pieces de rechange désirées. 
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Komplette Prazisions-ReiBbzeuge 
Drazisions-Reibzeuge | der 


sighest Grade of Precision 








Komplette 







Qualite supérieur 


ee Drawing instruments S CEC Bottes a compas 
Serie epee 450/440. serie 45¢ 
Highest Grade of Precision Qualite supérieur Line A50/440 Serie 450/440 
Drawing instruments A5 O/44.0 Boites a compas ‘2 size ‘4 natiirliche Gr6éBe ‘s grandeur 
in cases ey Fa 
lino ABO 4A0 '2 natirliiche Grobe Série A50 440 
, $1ze 'y grandeur 
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No. 490'6a 


is 








Komplette Prazisions-Reibzeuge 


der 
Serie 
Highest Grade of Precision 
Drawing instruments A‘ 0/440 


Qualite superieur 


Boites a compas 


in cases 
aa ‘ tiirhic (’ (sroKe a ~ 
Line 450 440 age Série 450/440 
a $1ze 3 grandeur 





No. 440 8a 


Komplette Prazisions-Reibzeuge 


det 
lighest Grade of Precision 
Drawing instruments Ab 0/440 


Qualite superieur 


Boites a compas 


in cases 
Ve % |. natiirliche GroBe ce a | 
Line 450 4460 Série 450/440 
Ls size 's grandeur 


No. 440 8aP 





Komplette Prazisions-Reibzeuge Komplette Prazisions-Reibzeuge 


der der 
Highest Grade of Precision Qualite superieur 4iohest Grade of Precision Qualite superieur 
Drawina inst t 
rawing instruments A5(Q) AAO ; A5(0 A440 : 
‘9 | Boites a compas Drawing instruments Boites a compas 
in cases in cases 


s natiirliche GréBe ea eng | | '» natirliche Grobe Serie AAI | 


‘'3 Size ‘s grandeur -» size 's grandeur 





No. 440 10S 





No. 440 10M 


440 Jjeterung in Etui oder hochpoliertem NuBbbaumkasten 
vered in ordinary case or in high-polished Walnut-Case 





te ordinaire ou en nouer. 


No. 480/104 

















Komplette Prazisions-Reibzeuge 


der 


> + 
| serie 
S e [ | e jhest Grade of Precision Qualite superieu 
gest Grade of Precis ousite sprew | Drawing instruments 450/440 
| \ Boites a compas 

Drawing instruments Ab 0/440 a +" Cases 

in cases moon rcaliitincS32: : 's natirliche Grobe Série 450/446 

Line 450/440 : A5( 


'. natiirliche GréBbe kis eee ae 
i A ( serie 45 
Line 450/440 Serie 450/440 


-s §1ze -.s grandeur 


Komplette Prazisions~Reibzeuge 


der 


, size ‘s grandeur 





No. 440 17P 





No. 4A) lbp 


No. 440 10N 


Lieferung in Etuis oder hochpolierten NuBbbaum-Kasten 
Delivered in ordinary cases or in high-polished Walnut-Cases | Etuis oder hochpolierten NuBbaum-Kasten 
rFournis en boites ordinaires ou en noyer mn ordinary cases or in high-polished Walnut-Cases 


res ordinaires ou en novyer. 











Komplette Prazisions-Reibzeuge so | 
a Komplette Prazisions-Reibzeuge 

. der 
Serie 3 

Highest Grade of Precision Qualite superieur | | S e T ] e Ker! ke 
Drawing instruments AS 0/440 Boites a compas tighest Grade of Precision Qualite superieul 


in cases Drawing instruments AS 0/440 
.» natiirliche Grébe S P38 AKC ; 
mo AR erie 450/440 in Cases 
Line 490 440 -y natiirliche GrdéBe rs AS 





Boites a compas 


‘a Size ‘3 grandeur 


‘3 $ize ‘+s grandeur 


Nr. 440 58 PP 


eferung in Etui oder hodipoliertem NuBbaumxasten 
Delivered in ordinary case or in high-polished Walnut-Case 


-_-- "es * 


en boite ordinaire ou en noyer. 


Nr. 480 18P 


Lieferung in Etuis oder hochpolierten NuBbaumkasten 
Velivered in ordinary cases or in high-polished Walnut-Cases 
rournis en boites ordinaires ou en novyer. 


a : 











Serie 430 


Die Instrumente dieser Serie nahern sich in Qualitat der Serie 440 
die Neusilberteile sind aus feinem Walz-Metall hergestellt, die Stahliteil 
aus bestem Werkzeugstahl. 

Die Zirkel haben Geradefiihrung und auswechselbare Spitzen, Einsatz 
Zirkel ist mit NadelfuB versehen; Einsatz- und Reibfedern mit Schieber 
Strichstarkehaltern; Fallfederzirkel mit einfacher Federanordnung; Ring 
Federzirkel in neuer Ausfiihrung mit Links- und Rechts-Gewinde. 

Die Etuis sind mit bestem Leder-Ersatz bezogen und mit feinsten 
Baumwollsamt gefiittert. 


Line 430 


Very Best Grade. 


All Nickel-Silver Parts of this line are made of good Wrought-Meta 
and the Steel Parts of the Best Tool Steel. 

The Compasses are supplied with Pivot joint, Straightening Device 
replaceable steel and Needle points; Ruling Pens and Pen Parts wit! 
Sliding-Catch-Device; New Style Circular Spring Bow Instruments wit 
Center Wheel adjustment. 

The Cases are covered 
the finest Velvet. 


with best Leather-Imitation and lined wit! 


Série 430 


Qualité superfine. 





Les instruments de cette série se ressemblent a la qualité de | 
serie 440 et sont fabriques en d’excellent maillechort et en tres bon acier 
Les compas ont la conduite droite et les pointes changeables. Toute 


les tire-lignes sont pourvues de soutiens a rectification; le compas 4 pomp, “2 =m@ents detaches 
a simple ressort; les compas 4a ressort en nouvelle execution avec vii ™ 


au milieu. 
Les é@tuis sont recouverts d'une tres bonne imitation de cuir et double 
du meilleur velours-coton. 





=inzelne Instrumente 


Soaole Instruments 
sa) N 


~ 








>. natiirliche GréBe 


Serie 430 


'? | : 
ih Aus feinem silberweiBem Neusilber-Walzmetall hergestellt. 
* 





4b th 


4305 


No. 480/2N 


*N  NadelfuBzirkel mit Spitze, Blei, Feder, Verlangerungsstange, 
Steckhalter mit Reservenadeln, Bleibiicdise mit Schraubenzieher 
Null-NadelfuBzirkel mit Spitze, Blei, Feder 


Nullen-Handzirkel. s 
Line 430 
Made of finest Nickel-Silver Wrought Metal. 


Very Best Grade 


Compasses 6 inch, replaceable needle point, one replaceable 
steel point, pen, pencil and lengthening bar, metal handle with 
reserve needle points. Combination key and lead box 
Compasses 4 inch, replaceable needle point, one replaceable 
steel point, pen, pencil parts 

Plain Divider 4 inch, with replaceable steel points. 


Serie 430 


Fabriquéee en Maillechort superfine. 


+4 s$ize 


Qualité supertine *s grandeur 


-\ Compas 4 aiguille, 14 cm de long, changeant 4 tire-lignes, 
porte-mines et rallonge; tourne-vis avec étui de mines, manche 
‘Teux avec etui d’aiguilles 
Le méme, mais 10 cm de long et sans rallonge, tourne-vis 
et manche 
Compas & pointes séches, 9 cm, pointes interchangeables. 


> a) 


Einzelne Instrumente 
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480010) 


Serie 430 


Aus feinem Neusilber-Walzmetall hergestellt. 
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No. 430038 S34) 4 430) 4) 44010 
No. 4308  Handzirkel 
4350/4 Haarzirkel 
4300) Fallfederzirkel mit Blei und Feder 
43010 Ring-Federzirkel mit Blei und Feder. 
Line 430 
Made of finest Nickel-Silver Wrougth Metal. 
Single Instruments Very Best Grade 
No. 4308 ~~ Plain Divider 5* 4 inch, replaceable steel points 
4304  Hairspring Divider 5*.% inch, replaceable steel points 
4309 Drop Bow Pen and Pencil 4 inch 


Spring Bow instrument 4 inch, with needle point, center wheel 
adjustment, one changeable steel point, pen and pencil parts. 


Serie 430 


Fabriquée en Maillechort supertine. 


instruments detaches Qualité superfine 


No. 4303 
430 4 
431) 0) 


450 10) 





Compas a pointes seches 15 cm, pointes interchangeables 
. cheveu i. % 
Compas a pompe changeant 4a tire-lignes et porte-mines, étui 
de mines 
Compas a ressort changeant a tire-liqnes et porte-mines. 


wy) 


2» natiirliche GréBe 


24 grandeuw 


=inzelne Instrumente 





Serie 430 


Ring-Federzirkel, neue Form 


Aus feinem Neusilber-Walzmetall hergestellt. 


45012 45015 4350 14 


Ring-Teil-Federzirkel 


12 Ring-Federzirkel mit Feder 


: : Blei 
= + ReiBteder 13 cm mit Strichstarkehalter 
= : “ 12 
=a) 11 ; 
Line 430 
New Style Circular Spring Bows. 
| Sie instruments Very Best Grade 
Zia sine Circular Spring Bow — center wheel adjustment 
= ) : s Pencil, ‘ S 
=* 1+ Ruling Pen 5‘: inch, sliding catch device 
= ; i. ‘ f 
= 41, : z 
Serie 430 
Compas a ressort, Nouveau modeéle. 
/anscruments detaches Qualité superfine 


_Ompes a ressort a4 pointes séches 


3 : 7 . tire-liqnes 


. porte-mines 
em, soutiens a rectification 


_ -_. _ | 
te nw) a 


“4 natiirliche GréBe 





SO 1 4016 


=» size 


“3s grandeur 





Komplette Reibzeuge 


der 
Very Best Grade. 


Drawing instruments Serie 430 


in cases 


| ine AA) '. natiirlidie Grobe 


A's size 





No. 430 0a 





No. 430 1a 





No. 450 2a 














Qualite supertine, Very Best Grade. 


Boites a compas 


Serie 430 


Vrawing instruments 


Line 430 





Komplette Reibzeuge 


der 


Serie 430 


l» natiirliche GréBe 





No. 430 44 





Qualite superfine. 


Boites a compas 


Serie 430 








Komplette Reibzeuge 


Very Best Grade. 
Drawing instruments 
in cases 


Line 430 


3 size 


der 


Serie 430 


Ls» natiirliche Grobe 


No. 450 6aF 








Qualite supertine. 
Boites a compas 


Serie 450 


‘ys grandeur 


No. 430’ 7aFk 








ee eee 


Komplette Reibzeuge 


Very Best Grade. 
Vrawing instruments 
in cases 


Line 430 


3 size 


der 


Serie 430 


Ls natiirliche GréBe 


No. 450 8aF 


; 
: 
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Qualite superfine. 
Boites a compas 


Serie 430 


‘2 grandeur 
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No. 4450 9aF 











Komplette Reibzeuge 


Very Best Grade. 


Drawing instruments 
in cases 


Line 430 


, $1ze 


I 


der 


Serie 430 


: natiirliche GréBe 


Qualite supertine. 


Boites a compas 


Serie 430 





s grandeur 





No 


NO. 


 43010a 


430 10 M 








Serie 420” 


Mittelschulreibzeuge erster Qualitat. 


Die ReiBbzeuge sind aus gutem Neusilber-Walzmetall und gutem 

~ahl hergestellt. 

Die Zirkel haben Geradefiihrung, der Einsatz-Zirkel ist mit NadelftuB 
sehen: die Zirkel werden mit festen oder auswechselbaren Spitzen 
efert: Einsatzfedern und ReiBfedern mit Strichstarkehaltern; die Zirkel 

Links- und Rechtsgewinde; Fallfederzirkel einfache Federanordnung. 

Die Etuis sind mit gutem Leder-Ersatz bezogen und mit feinem 

Seumwollsamt gefiittert. 


Line 420° « 


Best Grade Instruments. 


All Nickel-Silver parts of this line are made of Wrought-Metal and 
Steel-Parts of fine Steel. 

The compasses are furnished with Pivot-joint, Straightening device; 
r replaceable needle points; Ruling Pens and Pen Paris with Release 
Circular Spring Bow Instruments with Center-Wheel adjustment. 

‘he Cases are covered with good Leather-Imitation and lined with 
PiVeT. 


Série 420 


Qualite extratfine. 


struments sont fabriques en maillechort fin et en bon acier. 
_2s compas ont la conduite droite et sont pourvus avec des pointes 
maeables: toutes les tire-liqgnes sont garnies de leviers de 
es compas a ressort en nouvelle execution avec vis au milieu; 
mpe a simple ressort. 
s sont recouverts d'une bonne imitation de cuir et doubles de 





Einzelne Instrumente 


Serie 420 . / 


Aus teinem Walzmetall hergestellt. 
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ie 2 
an 28 
No. 420/2 N 420/5 420/3 420/4 Z20'0 ~— 
No. 4202N_ NadelfuBzirkel mit Spitze, Blei, Feder, Verlangerungsstange und | = 
Steckhalter 


4205 Null-NadelfuBzirkel mit Spitze, Blei und Feder 
420)8 Handzirkel 

420 4 Haarzirkel 

420 9 Fallfederzirkel mit Blei und Feder. 


Line 420° ¢ | Sse 
* 


Made of Wrought-Metal. | 


Single Instruments Best Grade 2'y sig - 


No. 4202N Compasses 6 inch, one replaceable needle point, pen anid 
pencil parts, lengthening bar, metal handle 
420 5 Same as above 4 inch, without lengthening bar and metal handle 


| 
4203 Plain Divider 5*'¢ inch. . 
420 4 Hairspring Divider 5* 4 inch. = 
4200) Drop Bow Instrument with Pen and Pencil. | 
Série 420. * | 
3 Fabriquee en maillechort. 
Instruments detaches Qualité extrafine *4 grande = 
No. 4202N Compas 4a aiquille 14 cm de long, changeant 4 tire-lignes, ; ae = 
porte-mines et rallonge; manche creux | = 
4205 Le méme, mais 10cm de long et sans rallonge et manche creux = 
420 3 Compas a pointes seches 121/22 cm = 
4204 Compas a cheveu 12/2 cm = 


4209) Compas a pompe changeant a tire-lignes et porte-mines. | 


11 
Line 420 / 
New Style Circular Spring Bows. — Made of Wrought metal. 
instruments Best Grade 


_ Federzirkel mit Spitze, Blei und Feder 


* 4 natiirliche ore = nzelne Instrumente 


Serie 490 fi) -3 natiirlidie GréBe 


Aus feinem Walzmetall hergestellt. 


Ring~Federzirkel, neue Form 


~ Teil- Federzirkel 
Federzirkel mit fester Feder 


$20 11 420/12 $20 15 420) 14 


in Etui 


festem Blei 


Re! ‘Bfeder 145 cm mit Strichstérkehalter 


—_— 


i) Gi 


Serng Bow Instrument 4 inch, one changeable steel point, pen 
amd pencil point, center wheel adjustment 


reular Spring Bow Spacer center wheel adjustment 


. Pen 

- . Pencil 
» Pen 54» inch, with Release Lever 

i) 

7 
Serie 420 

& ressort, Nouveau modele. — Fabriques en maillechort. 
detaches Qualité extratine 


S 


2 
— 

- 
— 





ressort changeant a pointe, tire-lignes et porte-mines 
ressort a pointes seches 


_ 


. tire-ligqnes 
. porte-mines 


-m a levier de rectification 





4A) 16) 


=» Size 


= 4 grandeur 





re . 4 ‘4O *» natiirliche Gré 
Ersatz-Teile. Serien 430/420 iche Grof Roupietic Rébeeane 


fiir Mittelschulen 


Rest Grade. Qualite extrafine. 
Srawing instruments Serie 47O Boites a compas 
Ty in cases C 


| | Line 490) iy 's natiirliche GréBe Serie 4I0 JL 


size ‘sy grandeur 





| A | 
| 
| 
: 
Q P 
| | 
) | | 
| \ | 
No. 489/20 21 22 23 YH) 27 2S 25 «6420/20 ~— 31 32 


No. 420 1a 





. sf 
Yds: 

















op ‘ 
Ta Crsasedl = en ee 
it) 4 ; 
so eepeenren ailian” a - oe 
+5 ye i 
No. 20) Einsatz-Spitze fiir Nadelfulizirke!| No, 28 Einsatz-Feder fiir Null-NadelfuBzirke!l 
21 a Blei - a “) Copiernadelhalter 
22 + Feder ,, ‘s 51 Bleibiichse mit Schraubenzieher 
23 Verlaingerungsstange fiir Nadelfubzirkel 32 Doppel-Nadeln 
25 Steckhalter cs a s+} )~6Einfache Nadeln Nie Ooo 
4+} Einsatz-Spitze fiir Null-Nadelfubzirke! + Spindeln und Schrauben NO. 420/28 
24 - Blei ; ” 4 | 
f t . 
Bei Bestellung erbitte No. der Serie und No. des gewiinschten Ersatzteils. 
Sepa rate Parts *'s Size Pieces de rechange * 3 grande 
No. 2!) Steel Point for Compasses 6 inch No. 20 Pointe d'acier de rechange pour comm 
21 Pencil _s,, mS ae a aiguille 
22 Pen vs ” ») De a 21 Porte-mines dito, 
2+ Lengthening Bar 7 et 22 Tire-lignes dto. 
25 Metal handle “ 6 23 Rallonge dto. 
45 Steel Point for Compasses 4 2> Manche dto, 
27 Pencil ,, a ss aya 44 Pointe d'acier de rechange pour le pe 
28 Pen + i - oe! oe petit Compas a aiquille 
3) 6=Pricker 27 Porte-mines dto. 
51 Combination Key and Lead box 28 Tire-lignes dto. 
$2 Plain and Shoulder needle point 50 Piquoir 
33 Plain needle point St Tourne-vis avec etul de mines 
34 Spindles and screws 42 Double aiqguilles 
> Simple 
i144 Pivots et vis No. 420-28 
Buy odering give the No. of line and No, of the Dans la commande veuillez indiquer le No, de > 
desired separate Part. serie et le No. des pieces de rechange désirés ¢ 











Kompletie Reibzeuge Komplette ReiBzeuge 


fur Mittelschulen 





fiir Mittelschulen Ai ; 
Qualité extrafine. 
Qualite extrafine. 


sest Grade. 


Best Grade. 
Drawing instruments Serie 420 Boltes & compas Drawing instruments Serie A270 Boites 4 compas 


in cases gota Z 
ls natirliche GréBbe Serie 420 a ¢ seri 420 

i | ' e ee be. . S. 38 . 5 

ine 420 s natiirliche GréBe Serie | J 


Line 420 «. 


‘2 grandeur | iL 
size ‘3 grandeur 


ks Size 
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Komplette Reibzeuge Serie 310 


fiir Mittelschulen SchulreiBzeug in bester Qualitat. 
: . | Qualite extrafine. 
Best Grade. ' 


: Jie Instrumente werden in Neusilber, Messing oder Messing vernickelt 
Drawing instruments Serie 4?7O Boites a compas — 


in cases a natiicliche “Grane , Série 420 ve Einsatz-Zirkel kénnen als Stock- oder als Einsatz-Zirkel geliefert 
Line 420, _, rear ee p) ¢ tie Zirkel sind mit Geradefiihrung versehen; die ReiBfedern mit 
ys size . ‘a grandeur mStarkehaltung; Fallfederzirkel und Ringfederzirkel sind einfacher aber 
\onstruktion; auBerdem enthalt die Serie einen Umdrehzirkel mit 
reder. 
ctuis sind mit einem besonders praparierten Papier bezogen und 
Samt- oder Stoff-Fiitterung geliefert. 


Line 310 
For School Use, Best Grade. 


struments of this line are manufactured in different materials: 
- Brass or Nickel-plated Brass. 
mpasses are furnished with fixed Steel Point or replaceable 
-ompasses and Dividers have Pivot joint and Straightening 
“ens and Ruling Pens Release Levers; Drop Bow and Circular 
: struments, are of a simple but very good construction; the 
so a Circular Folding Spring Bow with pen and pencil. 
No. 420-08 seS are covered with especially prepared paper and lined with 





Série 310 


is pour lusage des ecoles, Qualité fine. 


‘S de cette serie sont tabriques en différents materiaux: 
yre jaune Ou Cuivre jaune nickele. 

lange peuvent etre livres a pointe fixe ou a pointe 

is ont la conduite droite, les tire-liqnes sont pourvues 

eS compas a pompe et ceux a ressort sont 

simple; dans notre série se trouve également un 
a tire-liqnes et porte-mines. 

erts dun papier tout specialement préparé pour 





TS ] d etofte. 


No. 42200a8 


sf 
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Einzelne Instrumente 2's natiirliche Grd 





Serie 310 


Aus Neusilber oder Messing hergestellt. 
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$10/2 N 


No, 3101 
3101 Stockzirkel, 12 cm, mit Spitze, Blei und Feder 


No. : : 
4102S. Desgl. mit Verlangerungsstange 
s102N  NadelfuBzirkel, 12 cm, mit Spitze, Blei, Feder, Verlangerungs- 


No. 22 


~ we 


Einsatz-Fee 


stange und Halter. 
Ersatz-Teile. No. 2) Einsatz-Spitze No. 21 Einsatz-Blei 
No, 23 Verlingerungsstange o, 206 Steckhalter No. 34 Spindeln und Schrauben 
Bei Bestellung erbitte No. der Serie und No. des gewiinschten Ersatzteils. 


Line 310 


Made of Nickel-Silver, Brass or Nickel-Plated Brass. 


is 


Single Instruments For School Use » Siz 
Compasses 5 inch, steel point, pen, pencil parts 


No. 310/1 
3102S Same as above with lengthening bar 
3102N Same as above with replaceable needle point, metal handle 


Separate Parts. 
Lengthening bar for —— 5 inch 


No, 20) Steel point for gan 5 inch No. 23 
21 Pencil ,, 7 5 2> Metal handle for 
“2 Pen ‘ ’ a 5 ‘4 Spindles and Screw 
By ordering give the No. of line and No. of the desired separate Part. 


Serie 310 


Fabriquée en Maillechort, Cuivre jaune ou Cuivre jaune nickelé 
Instruments detaches Pour l'Usage des Ecoles 
Compas a pointe fixe, 12 cm de long, changeant a tire-liqnes et 


porte-mines 
5102S Le méme avec rallonge 


= 3 grande 


No. 310 1 


Porte-mines de recha 


3102N Le méme, mais a aiguille, manche. 
“4 Pieces de rechange. No. 20 Pointe d’acier de rechange No. 21 
No. 22 Tire-lignes de rechange No. 23 Rallonge No. 25 Manche No. 34 Pivots et 
Dans la commande veuillez indiquer le No. de la série et le No. des pieces de rechange desirees 
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2. natiirliche GréBe 


= ezeine Instrumente 





Serie 310 


Aus Neusilber oder Messing hergestellt. 
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Slay 
HMandzirkel, 12 cm 
Fallfederzirkel mit Blei und Feder 


rr Umedrehzirkel 
= Federzirkel mit fester Feder 


YeiBRteder mit Metallstiel. 


Line 310 


Vade of Nickel-Silver, Brass or Nickel-Plated Brass. 
For School Use 


tain Divider 5 inch 
“roo Bow Instrument with Pen and Pencil 
_reular Folding Spring Bow with Pen and Pencil 


~~ 
_reular Spring Bow Pen, side screw 
Ruling Pen 5 inch, Release Lever. 


Série 310 


Ssbriquee en Maillechort, Cuivre jaune ou Cuivre jaune nickelé 


@iumments detaches Pour Il'Usage des Ecoles 


a 





rz _Omm=pas a pointes seches, 12 cm 
cx} _S@pes a4 pompe changeant a tire-lignes et porte-mines 
= ; . ressort reversible . - ‘ 2 
= i : ‘ a tire-lignes 

a levier de réctification. 


Tre-Sones 12 cm, 


; 





S10 14 


“»s size 


*s grandeur 


Komplette ReiBzeuge Komplette Reibzeuge 


fiir Schulgebrauch 


tir Schulgebrauch Pour l'Usage des Ecoles. 


For School Use. Pour l'Usage des Ecoles ; r pne. . Boit ; 

: rT®wing instruments S 31 O oites a Compas 

Drawing instruments Serie 310 Boites a compas ‘g erle 

: in cases pty 

in Cases ae = /s natiirliche GréBe 7 Serie 510 
line 310 |; natiirliche GréBe Serie 310 Line 3510 

| r Ls grandeur 
13 size ‘3 grandeur 





No. 310 1a 





No. 3103 a 





Die Nummern mit Zusatz-Bezeichnung a“ enthalten NadelfuBzirkel. die ohr No. 3105aU 
.a” Stodkzirkel. 
| cote ni ai . 
All sets marked .a~ contain Needle-Point-Compasses, sets not being marke 
.a” $teel-Point-Compasses. 
Les numeros marqués .a“ contiennent des compas a aiguille, ceux sans cet? 
marque des compas a pointe fixe. 








Komplette Reibzeuge 


tir Schulgebrauch 





Serie 210 





For School Use. - Usage des Ecoles. Schulreibzeuge guter Qualitat. 
. . : ; - ; . é : : : 
Drawing instruments Serie 310 Boites a compas Die Instrumente dieser Serie werden aus Messing oder vernickeltem 
in Cases igre Se wo Série 310 Messing und aus gutem Stahl hergestellt; sie entsprechen in der Ausfiihrung 
Line 310 denen der Serie 310. 
ls size randeur Die Einsatzzirkel werden als Stock- oder als NadelfuBzirkel geliefert; 


Fallfederzirkel und Ringfederzirkel sind einfacher, aber zweckmaBiger Con- 
| struktion; auch diese Serie enthalt einen Umdrehzirkel mit Blei und Feder. 
Die Etuis sind mit dauerhaftem Papier bezogen und werden mit Samt 

» und Stoffiitterung geliefert. 


| Line 210 
For School Use, second Grade. 

The instruments of this line are manufactured in Brass or Nickel-plated 
| Brass and good Steel; the execution corresponds to it of the line 310. 
| The compasses are furnished with fixed Steel Point or replaceable 
| Needle Point; Drop Bow and Circular Spring Bow Instruments are of a 
| simple but approprate construction; also this line contains a circular Folding 
Spring Bow with pen and pencil. 
The cases are covered with durable paper and lined with velvet or cloth. 





Série 210 


Compas pour l'usage des écoles, seconde Qualite. 





| 
| 
Les instruments de cette série sont fabriques en cuivre jaune ou en 
No. 3106aU) cuivre jaune nickele: ils ressemblent aux iustruments de la série 310. 
| Les compas changeants peuvent etre livres a pointe fixe ou a pointe 
aiguille; les compas a4 pompe et ceux a ressort sont dune construction simple 


= cone mit Zusatz-Bezeidinung .a~ enthalten NadelfuBzirkel, die ohne | mais aussi ferme; dans cette série se trouve également un compas 4 ressort 
=f PAE Re I), | . 
All sets marked .a” contain Needle-Point-Compasses. sets t being marked reversible a tire-lignes et porte-mines. 
-a" Steel-Point-Compasses. | Les étuis sont recouverts d'un papier durable et doublés de velours 
Les numéros marqués .a~ contiennent des npas @ aiguille, ceux sans cette oe See 
marque des compas a pointe fixe. ou d etoftfe. 








ee See cor REDE CO ee ee 


Einzelne Instrumente *. natiirlihe Grope Einzelne Instrumente * ys natiirliche GréBe 
Serie 210 Serie 210 
Messing oder Messing vernickelt. Messing oder Messing vernickelt. 


I 








‘ 


No. 210 ] 2210/2 N 2105 





No, 2109 210/10 210,12 21014 
No. 210'1 Stockzirkel, 9 cm, mit Spitze, Blei und Feder 
>) y “yy | : 7 » 
2102S Derselbe mit Verlangerungsstange No. 2109  Fallfederzirkel mit Blei und Feder 


) | ; 
210,2N NadelfuBzirkel, 9 cm, mit Spitze, Blei, Feder, Verlangerungsstange Spe ee i cath Heil 5 
210/3 Handzirkel, 9 cm. -10 12 Kingtederzirkel mit rede 


210 14 ReiBfeder, 12 cm. 


Line 210 Line 210 


Made of Brass or Nickel-Plated Brass. 


Single Instruments For School Use “ls size 





Made of Brass or Nickel-Plated Brass. 


Single Instruments For School Use =» size 


No. 2101 Compasses, 5 inch, steel point, pen and pencil No 
2102S Same as above with lengthening bar 
210.2N Same as 2102S with replaceable needle point 
2103 Plain Divider, 5 inch. 


Série 210 


Fabriquée en Cuivre jaune ou Cuivre jaune nickelé. 


Instruments détachés Pour l'Usage des Ecoles =s grandeur 


. 2109 Drop Bow Instruments with Pen and Pencil 
210/10 Circular Folding Spring Bow, Pen and Pencil 
210 12 Circular Spring Bow Pen, side screw 
21014 Ruling Pen, 4*«¢ inch. 


Serie 210 


Fabriquee en Maillechort, Cuivre jaune ou Cuivre jaune nickele. 


Instruments detaches Pour ‘Usage des Ecoles *» grandeur 

No. 2101 Compas a pointe fixe, 9 cm de long, changeant 4 tire-lignes 
et porte-mines 

25 Le méme, mais avec rallonge 

2N Le méme comme 210/2S mais 4a aiguille 

2710/3 Compas a pointes séches, 9 cm. 


No, 210\9 Compas a pompe changeant a tire-liqnes et porte-mines 
21010 Compas a ressort reversible . ‘ 
21012 Compas 4 ressort 4 tire-liqnes 
210/14 Tire-lignes, 12 cm. 


—_ — ose — — pb — 











Komplette Reibzeuge Komplette Reibzeuge 





fiir Schulgebrauch For School Use. fir Schulgebrauch Pour I'Usage des Ecoles. 
For Schoo! Lise. Pour ‘Usage des Ecoles. D : : t t ‘ 1 B it " 
5 . . A rawing instruments oites a Compas 
Drawing instruments S O Boites a compas ; Serie 2 O 
'g : saa = erie 21 P in cases S 710 
in ca ce | a oy erie < 
“an *£ ‘ lio neg MS len . z 
Line 210 's natiirliche GréBe serie 210 Line 210 ae Saw 
t's size ‘s grandeur 
‘a size ‘'s grandeur | 





No. 21004 





No. 210 1a 





Die Nummern mit Zusatz-Bezeicinung .a~ enthalten NadelfuBzirkel, die ohne 


Die Nummern mit usatz-Bezeic c a” e aite irke ie > 
gt. Stneoteknl Sa ae Z Bezeicinung .a” enthalten NadelfuBzirkel, die ohne 
All sets marked a” contain Needle-Point-Compasses, Sets not being marked All sets marked _a” contain Needle-Point-Compasses, Sets not being marked 


o 


.a~ Steel-Point-Compasses. * Steel-Point-Compasses. 


Les numeros marqués .a~ contiennent des compas a aiguille, ceux sans cette Les numéros marqués .a” contiennent des compas a aiguille, ceux sans cette 
marque des compas a pointe fixe. marque des compas a pointe fixe. 

















Komplette Reibzeuge 


tur Schulgqebrauch 


Komplette ReiBbzeuge 


For School Use. Pour l'Usage des Ecoles. ftir Schulgebrauch 
. . . * : F ; S Is | Si * Ges “Cc 's. 
Drawing instruments Serie D1 O Boites a compas eo os Use Pour a des Ecoles 
Lin idea eM Drawing instruments Serie 210 Boites 4 compas 
Paik 1's natiirliche GréBe Serie 210 in cases 
Line 210 


Sats Gl ‘3 nattirliche GréBe serie 210 
‘a Size ‘9 grandeur Line 210 


ls size ‘9 grandeur 





No. 210 6aF 





No. 2106a U 





Die Nummern mit Zusatz-Bezeidinung .a~ enthalten NadelfuBzirkel. die ohne 
4° Stodkzirkel. 
No. 210 6a | All sets marked .a™ contain Needle-Point-Compasses, sets not being marked 
| Rae | | | | 4° $teel-P ~Compasses. 
Die Nummern mit Zusatz-Bezeidinung  .a~ enthalten NadelfuBzirkel. die ohne Steel oint Compasses 
a” Stodczirkel. Les numéros marqués a“ contiennent des compas a aiguille, ceux sans cette 


All sets marked .a~ contain Needle-Point-Compasses, sets not being marked marque des compas a pointe fixe. 
a” Steel-Point-Compasses. 

Les numeros marques .a™ contiennent des compas a aiguille, ceux sans cette 
marque des compas a pointe fixe. 








Serie 250 


SchulreiBzeuge einfacher Ausstattung. “ 


Die Instrumente, die aus guter Messinglegierung hergestellt werden, 
entsprechen in der Konstruktion im Allgemeinen der Serie 210; Stock- und 
Handzirkel haben jedoch keine Griffe; ferner enthalt die Serie keine Federzirkel. 


Die Serie 250 wird in mit Papier tiberzogenen Etuis geliefert, die mit . 


Samt oder Stoff gefiittert sind. 


Line 250 


For School Use. 


The instruments made of best Brass-alligation generally correspond in | 


construction to Line 210; Compasses and Dividers however are without © 


handles; nor there is any Spring Bows. 


Line 250 is supplied in cases covered with paper and lined with | 


velvet or cloth. 


Série 250 


Compas pour l'usage des ecoles d'une exécution simple. 


Les Instruments produits d'une bonne légation de cuivre jaune, corre- 
spondent en général dans la construction a la serie 210; mais les compas 
n ont point de manche; de plus la série ne contient point de compas a ressort. 

Les étuis de la série 250 sont recouverts de papier et doublee de 
velours ou d’étoffe. 
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